To:  Gomez,  Kendra[Gomez. Kendra@epa.gov] 

From:  Torres,  Michael 

Sent:  Wed  8/12/2015  8:30:04  PM 

Subject:  RE:  2 WQ  Folks  have  Pre-Screening-Deployment  papers 


Thank  you,  Kendra. . . 


From;  Gomez,  Kendra 

Sent:  Wednesday,  August  12,  2015  2:43  PM 

To:  Torres,  Michael 

Cc:  Webster,  Susan;  Moreno,  Miguel;  Hurlbut,  Bill;  Dellinger,  Philip 
Subject:  RE:  2 WQ  Folks  have  Pre-Screening-Deployment  papers 


Both  Miguel  Moreno  and  Bill  Hurlbut  meet  their  H&S  requirements  (they  are  in  compliance 
with  required  H&S  training  and  received  preferable  pre-screening  examination  results). 
Therefore,  they  have  been  cleai*ed  by  the  H&S  Office  to  deploy  in  support  of  the  Gold  King 
Mine  spill  response. 


Kendra  C.  Gomez 

Kendra  C.  Gomez 

R6  Health  & Safety  Manager 

1445  Ross  Ave,  Ste  1200 

6MD-00 

Dallas,  TX  75202 

Work:  (214)  665-7225 

Cell:  (214)  205-7643 
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From:  Torres,  Michael 

Sent:  Wednesday,  August  12,  2015  1:47  PM 

To:  Gomez,  Kendra 

Subject:  FW:  2 WQ  Folks  have  Pre-Screening-Deployment  papers 


Fli  Kendra 


Would  these  personnel  be  good  to  go,  please? 


From:  Foster,  Nichole 

Sent:  Wednesday,  August  12,  2015  1:05  PM 

To:  Torres,  Michael 

Cc:  Hurlbut,  Bill;  Moreno,  Miguel 

Subject:  2 WQ  Folks  have  Pre-Screening-Deployment  papers 


Hi  Mike, 

Bill  Hulburt  and  Miguel  Moreno  have  received  their  medical  papers  from  Kendra  and  have 
visited  the  nurse. 


Nichole 


Nichole  M.  Foster 
Environmental  Engineer 
US  Environmental  Protection  Agency  Region  6 
Drinking  Water  Section 
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Mailing  Address:  1445  Ross  Ave  Suite  1200,  Mail  Code:  6WQ-SD,  Dallas,  TX  75202 


Tel:  214-665-7248  ||  Fax:  214-665-2192  ||  foster.nichole@epa.qov 


Follow  EPA  Region  6 
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